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THE  BOSTON  ARCHITECTURAL  CLUB 
was  organized  in  1889  for  the  purpose  of 
associating  those  interested  in  the  profession  of 
architecture,  with  a  view  to  mutual  encouragement  and 
help  in  studies.  It  owns  a  building  in  which  all  its  edu- 
cational and  social  activities  take  place. 

The  classes  of  the  Boston  Architectural  Club  are 
only  open  to  members.  Others  are  admitted  temporarily 
who  make  application  for  membership  in  the  Club, 
pending  action  by  the  Board  of  Directors.  A  limited 
number  of  outsiders  are  admitted  under  special  conditions 
to  the  Historv  class. 


Outline  of  Studies 


Preliminary  Design,  Mathematics,  Short  Problems 
in  Design,  Preliminary  Construction,  Advanced  Design, 
Cast  Drawing,  History,  Drawing  from  Life  and  Advanced 
Construction. 
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FOREWORD 


THE  modern  building,  much  more  than  its  prede- 
cessors, is  in  its  function  very  machine  like. 
It  materially  aids  in  the  efficient  performance 
of  physical  needs  and  usages.  The  great  problem 
of  the  architect  lies  not  in  that  solution  however,  which  is 
relatively  easy,  because  of  practice,  nearly  as  much  as  it 
does  in  developing  a  philosophy  and  in  introducing  a 
humanizing  element  that  will  aid  in  the  attainment  of  a 
like  mental  comfort  and  efficiencv. 

The  present  difference  between  the  contemporary  work 
here  and  that  abroad  is  in  our  growing  understanding 
of  that  viewpoint,  for  we  are  beginning  to  differentiate 
between  the  proper  philosophy  that  deals  with  a  building 
such  as  a  grain  elevator  for  example  and  that  which  deals 
with  one  for  human  occupancy.  One  evidently  has  but 
one  problem — the  physical  or  the  machine — while  the 
other  has  both  a  physical  and  a  mental  problem  to  be 
solved. 

Our  architecture  does  not  ascribe  to  definite  materials, 
such  as  concrete  and  plate  glass,  the  important  position 
that  Oud  and  Gropius  and  LeCorbusier  do  in  the  develop- 
ment of  a  new  art,  and  this  is  probably  because  we  have 
not  been  forced  to  stringent  economies  and  also  because 
we  very  definitely  feel  that  we  are  in  an  experimental 
stage  in  which  no  rigid  formula  is  applicable. 

Therefore,  we  have  not  developed  any  of  the  definite 
schools  that  are  found  abroad ;  the  work  of  the  separate 
architects  has  been,  as  it  should  be,  a  more  individual 
and  personal  solution  of  an  immediate  problem. 

The  editors  wish  to  express  their  appreciation  of  the 
help  given  them  by  the  Architects  and  the  "Architectural 
Forum"  in  assembling  the  material  which  was  used  in  this 
book.  They  have  not  presumed  to  select  the  best  in 
modern  architecture  but  rather  a  representative  collec- 
tion showing  the  general  character  of  what  is  being 
done  over  the  country. 
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Panhellenic  Tower,  New  York 


JOHN  M.  HOWELLS,    Architect 
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JOHN  M.  HOWELL5.    Arch.tect 


Indirect  Lighting  Bowl,  Detail,  Ballroom,  Panhellenic  Bldg.,  New  York 
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Ballroom,  Panhellenic  Tower,  New  York 


JOHN  M.  HOWELLS,    Architect 
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Proposed  Medici  Tower,  New  York  Drawing  by  HUGH  ferriss 
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New  York  Life  Insurance  Building,  New  York 
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CASS  GILBERT,    Architect 


New  York  Life  Insurance  Building,  New  York  cass  gilbert,  Architect 
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New  York  Life  Insurance  Building,  New  York 


CASS  GILBERT,    Architect 
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United  Shoe  Machinery  Building,  Boston,  Mass. 


PARKER,  THOMAS  &  RICE,  Architects 
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Main  Entrance  Hall,  Irving  Trust  Co.  Building,  New  York 


VOORHEES,  GMELIN  ii  WALKER,  Architects 
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Main  Banking  Room,  Irving  Trust  Co.  Building,  New  York 


VOORHEES,  GMELIN  &  WALKER,  Architects 
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Irving  Trust  Co.  Building,  New  York 
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GEORGE  C.  NIMMONS  ii   CO.,    Architects 
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MacCabees  Building,  Detroit,  Michigan 


ALBERT   KAHN,    Architect 
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Entrance  Lobby,  MacCabees  Building,  Detroit,  Michigan 


ALBERT  KAHN',    Architect 
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Pennsylvania  Memorial 


PAUL  P.  CRET,    Architect 
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Detail  or  Auditorium,  Detroit  Institute  of  Arts  paui.  p.  cret,  Architect 
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Southwest  Elevation,  Providence  War  Memorial 
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PAUL  P.  CRET,  Architect 


Alabama  Power  Co.  Building  warren, knight gtdavis.  Architects 
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Alabama  Power  Co.   Building  warren,  knight  &?  davis,  Architec 
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Cassell  Building,  Los  Angeles,  California 


MEYERS  c*  HOLLER,    Architects 
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New  York  Telephone  Building 


VOORHEES,    GMEL1N    y   WALKER,  Architects 
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First  National  Bank,  Azus/ 


ROBERT  H.  ORR,    Architect 
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North  Elevation,  The  Bok  Singing  Tower,  Mountain  Lake,  Florida 
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MILTON  B.  MEDARY,    Architect 
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Detail,  The  Bok  Singing  Tower,  Mountain  Lake,  Florida 


MILTON  R.  MEDARY.    Architect 
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Detail,  The  Bok  Singing  Tower,  Mountain  Lake,  Florida 


MILTON  B.   MI3DARY.    Architect 
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Detail  of  Board  Room,  General  Motors  Building,  New  York  shreve  y  lamb,  Architects 
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Plnn  Power  &  Light  Building,  Aulntuwn,  Penn. 


Hi  I  MLE,  CORBETT  &  HARRIS  •'■     1 
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Penn  Power  &  Light  Building,  Allentown,  Penn. 


HELMLE.  CORBETT  K  HARRISON,  Architects 
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Penn  Power  &  Light  Building,  Allentown,  Penn. 


HELMLE,  CORBETT  &  HARRISON,  Architect 
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First  National  Bank,  Northampton,  Mass. 


J.  WILLIAM  BEAL.   SONS,    Architects 
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First  National  Bank,  Northampton,  Mass 


J.  WILLIAM  BEAL,  SONS,  Architects 
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First  National  Bank,  Northampton,  Mass.  J.  william heal, sons.  AicUtxca 
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First  National  Bank,  Northampton,  Mass.  j  william  beal,  sons.  Architects 
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First  National  Bank,  Northampton,  Mass.  J.  william  beal,  sons.  Architect, 
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Chanin  Building,  New  York 


SLOAN  6r  ROBERTSON,    Aichitoas 
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Main  Entrance,  Chanin  Building.  New  York       sloan  &  tu 
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Detail  or  Upper  Stories,  Chanin  Building,  New  York 


SLOAN  L-  ROBERTSON,    Architects 
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Lobby,  Chanin  Building,  New  York  sloan  y  Robertson,  Architects 
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Shop  in  Lobby,  Chanin  Building,  New  York 


Entrance  Doors  in  Lobby,  Chanin  Building,  New  York 

SLOAN  V  ROBERTSON,  Architects 
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Baltimore  ck  Ohio  Railroad  Bus  Terminal,  Chanin  Building,  New  York     sloan  a  Robertson,  Architect* 
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Baltimore  &  Ohio  Railroad  Offices,  Chanin  Building,  New  York  sloan  w  Robertson,  Architects 
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Boston  Consolidated  Gas  Building,  Boston,  Mass.        parker.  thomas  a-  rice.  Architects 
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Motor  Club  Service  Corp.  Building,  Chicago,  III. 


HOLAB1RD  y  ROOT,    Architect* 
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Motor  Club  Service  Corp.  Building,  Chicago,  III. 


HOLABIRD  6-  ROOT.  Architects 
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Granite  Trust  Company  Building,  Quincy,  Mass.         j.  william  beal,  sons,  Architect* 
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Fisher  Building,  Detroit.  Michigan 


ALBERT  KAHN.    Architect 
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Fisher  Building,  Detroit,  Michigan 


ALBERT  KAHN,    Architect 
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Vista  in  an  Imaginary  City 
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By    HUGH  FERRISS 


Vista  In  An  Imaginary  City 
II  831 


By  HUGH  FERRISS 
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Syracuse  Telephone  Building,  Syracuse,  New  York       voorhees, gmelin  c  walker, Architects 
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Syracuse  Telephone  Building,  Syracuse,  New  York 


VOORHEES.  GMELIN  ii  WALKER,   Architects 
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Wrought  Iron  Gates 


EDGER  BRANDT 


z 
o 
ei 

H 

K 
0 
D 
O 


£90 


Mail  Box,  New  Jersey  Bell  Telephone  Building         voorhees,  gmelin  6r  walker,  Architects 
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Office  Building,  29th  St.  &  5th  Ave.,  New  York 


BUCHMAN  ii  KAHN,    Architects 
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General  View,  Foot  Saver  Shop,  New  York 


An  Interior  View,  Foot  Saver  Shoe  Shop,  New  York 


S.   S.    SILVER    ii   CO.,    Architects 
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Iff  brothers 


Wolff  Brothers  Shop,  Boston,  Mass.  Strickland,  blodget  a  law.  Architect, 
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Detail  Coat  Display  Salon,  Jay-Thorpe  Shop,  New  York 


Coat  Display  Salon,  Jay-Thorpe  Shop,  New  York 
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WHITMAN  67  GOODMAN.    Architects 


Detail  Dress  Salon,  Jay-Thorpe  Shop,  New  York 


Dress  Salon,  Jay-Thorpe  Shop,  New  Y 


ORK 


WHITMAN  6?  GOODMAN,    Archit 
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D.  L.  Page  Shop,  Hotel  Statler,  Boston,  Mass.       Strickland,  blodget  a  law.  Architects 
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TN  the  completeness  of  our  equipment  and 
with  the  assistance  of  our  organization  of 
specialists,  the  Architect  has  at  his  command 
at  all  times  every  method  of  plan  reproduction, 
and  in  our  large  and  varied  stock  of  drawing 
supplies,  material  for  every  drafting  need. 


B.  L.  Makepeace,  Inc. 


Importers 

Manufacturers 

Dealers 


Neu>  England's  Largest  Blueprinting  and 
Drawing  Material    House 

387  Washington   Street 

394  Boylston  Street 

BOSTON,  MASSACHUSETTS 


Drawing    Materials 
Instruments 
Blueprints 
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From  New  Designs  in 

Bronze 

zJXtodern  American  Architecture  Derives 

Great  Distinction 

_ 


The  neif  home  of  the  Industrial 
Trust  Co.,  Providence,  R.  I.  If'alker 
and  Gillette,  Architects.  All  bronze 
work  executed  by  The  Gar  ham  Co. 


AMONG  the  most  admired  features  of  the 
-*  A  architecture  of  our  day  are  these  spirited 
modern  designs  in  bronze. 

Architects  find  in  bronze  their  most  flexible 
medium  for  the  expression  of  architectural  de- 
sign. A  splendid, enduring  material  — the  beauty  of 
which  is  only  enhanced  by  use  with  other  metals! 

The  Gorham  Company  is  privileged  to  col- 


An  unusually  beautiful  design, 
thoroughly  modern  in  its  clean-cut 
grace,  its  sophisticated  simplicity 
and  its  variations  of  surface  colors, 
is  this  handsome  bronze  entrance 
to  the  Trust  Department. 


laborate  with  many  architects  .  .  .  not  only  in 
carrying  out  their  plans  but  in  creating  and  exe- 
cuting distinguished  original  designs  in  bronze. 

The  Bronze  Division  of  The  Gorham  Company 
is  prepared  to  offer  unusual  service.  Studios 
under  the  direction  of  artist  designers  and  crafts- 
men of  superlative  skill  assure  results  of  tech- 
nical perfection  and  enduring  beauty. 


THEGORHAMCOMPANY 

P  R  O  V  I  D  E  N  C  F.  •  N  E  W     Y  ORK     C  I  T  V 

"zfflaster  Craftsmen  since  1S31" 
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j/  n  the  words  of  Chancellor  Bowman,  "The  aim 
•ii£-  of  the  University  of  Pittsburgh,  as  expressed 
in  the  Cathedral  of  Learning,  is  to  train  students  to 
see  the  elements  of  a  problem,  to  unify  those  elements, 
to  come  to  a  decision  and  to  have  the  courage  to  stick 
to  it." 


Charles  Z.  Klaudcr,  Architect.    Stone  8C  Webster,  Inc. 
Builders 


The  Cathedral  of  Learning,  for  the  University  of  Pittsburgh, 
will  express  in  its  architecture  individualism  and  freedom. 

Stone  8c  Webster 

INCORPORATED 

BUILDERS 
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LATEST 

MODERN    ELEVATOR 

DEVELOPMENTS 


BEFORE  SPECIFYING 

ARCHITECTS,  ENGINEERS  and  OWNERS 

ARE  REQUESTED  TO  INSPECT  THESE 
MODERN  ELEVATOR  DEVELOPMENTS 


A.  B.  SEE 

SELECTIVE  AND  PRE-REGISTERING 

AUTOMATIC  GROUP  CONTROL 

FOR  HIGH  SPEED  OFFICE  BUILDING  ELEVATORS 


A.  B.  SEE 

PRE-REGISTERING  AND 

INTERCEPTION  CONTROL 

FOR  AUTOMATIC  ELEVATORS,  SINGLE  UNITS 


A.  B.  SEE 
UNIT  VARIABLE  VOLTAGE  CONTROLS 

USED  IN  CONNECTION  WITH  LEVEL  STOP 
AUTOMATIC  GROUP  CONTROL 


A.  B.  SEE 
AUTOMATIC  LEVEL  STOP 

RAPID  AUTOMATIC  ACCURATE  FLOOR  LEVELING 
WITHOUT  REVERSING 


<?& 


FOR 


ty> 


A.  B.  SEE 
ELECTRIC  GATE  OPERATOR 

FOR  AUTOMATIC  ELEVATORS 


'Uj 


-&IF 


A.  B.  SEE 
LOAD  COMPENSATOR 

FOR   ACCURATE  STOPS  ON   AUTOMATIC  ELEVATORS 
OPERATING  ON  ALTERNATING  CURRENTS 

A.  B.  SEE 
FLASHLIGHT  SIGNALING  SYSTEMS 

FOR  AUTOMATIC  ELEVATORS 


A.  B.  SEE 
DUO-DRIVE 

GEARED  TYPE  OF  LEVELING  DEVICE 

A.  B.  SEE 

AUTOMATIC  ELEVATOR 

SHAFT  DOOR  OPERATOR 

FOR  OFFICE  BUILDINGS,  APARTMENT  HOUSES,  ETC. 

AN  EXCLUSIVE  FEATURE 

ALL    A.    B.    SEE    GEARLESS    ELECTRIC    ENGINES    ARE 

EQUIPPED  WITH  ROLLER  BEARINGS  AND 

NON-ROTATING  SHAFTS 


A.B.See  Elevator  Company,  inc. 


NEW    YORK 

BOSTON 

PHILADELPHIA 

CLEVELAND 

MONTREAL,  CANADA 

RIO  DE  JANEIRO,    BRAZIL 

BRONX 

HARTFORD 

WASHINGTON 

DETROIT 

HAVANA,  CUBA 

SYDNEY,   AUSTRALIA 

JERSEY  CITY 

WORCESTER 

BALTIMORE 

NEWARK 

tokio,  Japan 

MANILA,  P.  I. 

Our  Boston  General  Office,  Construction  and  Service  Divisions,  have  been  combined  and  are  now  located  at  our  new  building, 

168  Stuart  Street,  Corner  Carver  Street,  Boston,  Mass. 
This  consolidation  of  the  above  departments  greatly  facilitates  service  to  our  customers 
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§ GURNEY  ELEVATOR  1 

GENERAL  ELECTRIC  CONTROL 


¥ 


Nimmons,  Cart   cr1  Wrighl 
Architects 


hi  i 


« i 


Hege  man -Harris  Co.  Inc. 
Contractors 

Martin  C.  Schwab 
I  ngineer 


■      "if  mTTi 
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SEARS  ROEBUCK  BUILDING— BOSTON 


Two  Gurney  Gearless  Passenger  Elevators. 

Four  Gurney  Geared  Freight  Elevators 

with  Automatic  Leveling. 


Gurney  Elevator  Company  Inc. 

3 1 STATE  STREET 
BOSTON 

Elevators  for  Every  Class  of  Service 


General  Offices 

109  West  64th  Street 

New   York  City 
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H.  W.  MAYERS  CO. 

Manufacturers  Representative 

STATLER  BUILDING  •         BOSTON,  MASS. 
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Sloan  6? Robertson,  Archts.  Chanin  ( lonstr.  (  v..  BKIis. 

CHANING  BUILDING 

NEW  YORK  CITY 

All  Hollow   Metal  Swing  Units  by  Metal  Door  &  Trim  Co. 


Metal  Door  &  Trim  Co. 

LA  PORTE,  INDIANA 
Manufacturers  of 

La  Porte  PRODUCTS 

ELEVATOR  ENCLOSURES  COMPLETE 

HOLLOW  METAL  SWING  DOORS 

HOLLOW  METAL  FRAMES  &  TRIM 

ROLLED  STEEL  FRAMES 

DRAWN  METAL  MOULDINGS 


Litterer  Bros.  Mfg.  Co. 

CHICAGO,    ILL. 
Manufacturers  of 

FERROMETAL  STEEL  TOILET  PARTITIONS 

FLUSH-PANEL  STEEL  TOILET  PARTITIONS 

FERROMETAL  &  KUPRALUMINUM 
UNIT  SHOWERS 

FERRO  PLYWOOD  STEEL  TOILET 
PARTITIONS 

CUBICLES 


PANELOUVRE 

THRU-THE-DOOR,  WALL,  OR  TRANSOM 


VENTILATOR 


DOOR   TYPE   BEFORE 
INSTALLATION  IN  DOOR 

Represented  in   Massachusetts 
.inJ  Rhode  Island  by 

H.  W.   MAYERS  CO 

Statler  Bldg.,   BOSTON 


IS  SUPERIOR  IN  EVERY  RESPECT!  The  only  ventilator  equipped  with  inverted 
"V"  shaped  louvres,  affording  greater  ventilation,  yet  remaining  light  and  vision 
proof — and  the  only  ventilator  furnished,  if  desired,  with  metal   moulding  as  part   of 

unit  on  room  side. 

FOR  COMPLETE  DETAILS  AND  SPECIFICATIONS,  SEE  CATALOG  IN  SWEETS  PAGES  R-1474-5-6 

VENTILOUVRE     CO.,     Inc. 

BRIDGEPORT,     CONN. 
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Blue  Printers  for  Over  Forty  Years 


Our  experience  and  reputation  guarantee  our  work — as  yours 
do.  Because  we  have  more  than  satisfied  architects  and  engi- 
neers in  our  capacity  as  manufacturing  blue-printers  and  photo- 
stat-printers we  have  been  increasingly  favored  with  the  patron- 
age of  the  most  important  firms. 


SPAULDING  MOSS  COMPANY 


Equipmmtand  Supplies /br 

jfrfisf  J:/tg{Mm  -/rc/itfect 


Van  ttfaturingMue Printers 
Jj/uePrin/fyprrSandC/vt/is 


42  FRAXKLIX  STREET  •  BOSTON  •  .MASSACHUSETTS 

UPTOWN  BRANCH.  401  PARK  SQUARE  BUILDING 
Springfield  Division,  453  BRIDGE  STREET 


E.  J.  CHEESEWRIGHT 
RESIDENCE 

«  Paudeaa,  Caj. 

Dengrxd  by 

CURT  E.  WGGLNS 


Hope  steel  casements,  as  specified  by  leading  architects  of  two  Con- 
tinents, are  installed  in  the  finest  residences  in  America  and  Europe. 

HENRY   HOPE    8C    SONS 

101  Park  Avenue  New  York 


CASEMENTS     IN     STEEL 
/       FINE       H  AR  D  WA  R  E 


AND     BRONZE       /        LEADED     GLASS 
,        D  E  C  O  R  ATI  V  E*  L  E  AD-W  O  R  K       * 
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ARCHITECTS:  A  full  line  of 
General  Electric  Refrigerators  is 
displayed  for  your  benefit  and 
that  of  your  clients  at  "Zero" 
Park  Street,  against  special  archi- 
tectural backgrounds.  You  are 
invited  to  make  use  of  this  show- 
room. 

ARCHITECTS'  HANDBOOK: 
This  handbook  is  replete  with 
information  which  Architects 
need  to  guide  their  clients.  Its 
technical  data  cover  the  essential  facts  of  electric  refrigeration,  its  principles  and  its 
application  under  varying  conditions.    Send  for  your  free  copy  today. 

ELECTRIC  REFRIGERATOR  COMPANY 


43*"""1 


Uptown  Showroom: 
733  Boylston  Street 


OF  NEW  ENGLAND 


BOSTON,  MASS. 


Downtown  Showroom: 
Zero  Park  Street 

(Under  Park  St.  Church) 


ERALELECTRIC  SUPPDf 
CORPORATION 

372-378   STVART  STREET 

BOSTON 

FORMERLY 

TINGELL-ANDREWS-COMPANY 
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Inside  the  Holland 
Tunnel  under  the 
Hudson  River 


The  Presbyterian 
Hospital,  New  York 
Cir> 


The  New  York  Life 
Building,  New  York 
City. 


The  George  A.  Posey 
Tube,  linking  Oak- 
land and  Alameda, 
California. 


Croiir  tdcuucj  of 
Ventilating   Science 

....  and  InltiativeJ 


'.  «.  .  The  Holland  Tunnel  with  its  specially  built  giant 
fans  handling  1400  tons  of  air  per  minute; 

,  e  .  The  Presbyterian  Hospital,  New  York,  one  of  the 
most  modern — and  exacting — heating  and  ventilating 
achievements.  369,000  cubic  feet  of  outdoor  air,  properly 
tempered,  supplied  every  minute; 

.  .  .  The  New  York  Life  Building  where  one  million 
cubic  feet  of  air  is  supplied  every  minute  to  an  army  of 
■workers; 

.  „  „  The  George  A.  Posey  Tube  linking  Oakland  and 
Alameda,  California,  —  flooded  with  80  tons  of  pure  air 
every  minute — unfailingly ! 

It  is  significant  that  Sturtevant  equipment  was  the  choice 


of  the  Architects  and  Engineers  for  all  of  these  striking 
examples  of  American  consrrucrional  genius  .  .  .  But  the 
reason  that  the  name  "Sturtevant"  is  linked  with  these 
great  enterprises  is  because  of  the  superior  operating 
characteristics  of  Sturtevant  ventilating  equipment! 

It  would  be  a  pleasure  to  send  you  the  Catalogs  which 
describe  in  detail  the  Fans,  Turbines  or  other  equipment 
operating  in  the  above  mentioned  tunnels  and  buildings. 
Please  address  our  nearest  Branch  office. 

B.  F.  STURTEVANT  COMPANY 

Plants  and  Offices  at:  Berkeley,  Cal.,  Camden,  N.  J.,  Framinpham, 
Mass.,  Gait,  Ontario..  Hyde  Park,  Mass.,  Sturtevant,  Wis.  Cana- 
dian Representative:  Kipp  Kelly,  Ltd.,  Winnipeg,  also  Branches 
in  Principal  Cities  and  Agents  in  Foreign  Countries. 


Slurlevanl 

»  e  C-       U    5       PAT      Off- 

HEATING-VENTILATING   AND   POWER     PLANT    EQUIPMENT 
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HERE  is  presented  a  Crane  ides  for  bache- 
lor apartments  and  residence  hotels  ...  a 
bedroom-bath.  By  placing  the  Elegia  lavatory  in 
the  bedroom,  the  Tarnid  tub  in  a  wall  nook  with 
folding  panels,  the  Saneto  toilet  in  a  small  en- 
closure, space  is  saved.  And  the  well-designed 
sage  green  fixtures  become  a  part  of  the  furnish- 
ings and  decorations.  With  ample  closet  space, 
the  only  furniture  needed  is  a  bed,  a  chair,  and 


a  bedside  table.  With  an  adjoining  living  room 
a  two-room  suite  is  created  of  great  beauty  and 
economy.  Many  owners  of  hotels  and  apart- 
ments will  be  interested  in  such  an  arrangement. 
Architects,  building  hotels,  apartments,  homes, 
or  business  buildings,  find  it  helpful  to  keep 
informed  of  the  steady  stream  of  Crane  plumb- 
ing ideas.  Write  for  the  new  book  of  rooms  in 
color,  Bathrooms  for  Ont-of-the-Ordinary  Homes. 


& 


CRAN  E 


deft 


Foa  nds  Pressure 


Fixtures,      Valves,      Fittings,       and      Piping,      for      Domestic      and      Industrial      Use 

Crane  Co.,  799  B^yhton  St.,  Boston,  Mass.     ♦     Branches  and  sales  offices  in  one  hundred  and  eighty  cities 
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This  Plate,  with  two  to  follow,  suggests  a  design  in  mod- 
ern Granite  technique  for  a  war  memorial  in  which  a 
national  hero  and  his  brothers  in  arms  might  be  interred. 

NATIONAL  BUILDING  GRANITE  QUARRIES  ASS'N 

31   State  Street,  Boston,  Ma66.  H.  H.  Sherman,  Sec'y 


SCULPTURE   U 
R00VE.5  E.TCHLD 


J  PL  XXXV       '    - 


SCALE.         \\ 

ELEVATION     .SECTIONS 

tTi     I      i  til      i     f\ 


V  HAGOPIAN,    DE.S(.D2.L. 


W&M  m.  CltAM'f  M .  PiM'Di  xxxvii! 


i 


Plates  Nos.   1  to   25"  Inclusive  of  This  Series  in  Folio  Form  Will  be  Mailed  on  Request 
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H.  A.  SEELEY  CO. 

Representative 

73  Tremont  Street,  Boston,  Mass. 
dahlstrom  hollow  metal  doors  and  trim 

COMPLETE— THE  FIREPROOF  BUILDING 

Metal  Doors,  Frames  and  Trim 


Elevator    Doors    &    Cabs 


Elevator  Inclosures  Complete 


Drawn  Metal  Mouldings 


AAA 


THE  SANYMETAL  PRODUCTS  CO. 

Manufacturers  of 


Cleveland 
Ohio 


TRADE  MARK     US  REG 


Sanymetal 
Gravity 
Hinges 


\7oilet  and  Office  ^PaAitions 

■essing    Partitions   and  Doors  71 
|j[  Office,  Factory,  School  and  Hospital  Partitions,  Screens  JJ 


AAA 


RELIANCE    FIREPROOF    DOOR    CO. 


77-103  Dobbin  Street 
brooklyn 


181-215  Banker  Street 

NEW  YORK 


Ornamental  Bronze  Doors  and  Bank  Screens 

Kalamein  Iron  and  Bron^  Covered  Doors,  Windows  and  Trim 

Furniture,  Steel  Covered  Doors  and  Frames 

A  A  A 

CAMPBELL    METAL    WINDOW    CORP. 

Double  Hung  Solid  Section  Windows 


GALVANIZED  AFTER  FABRICATION 


METAL  FLEXIBLE  WEATHERSTOP 
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Caldwell  <z!T  Thomas 


Designers  and 
Makers  of 

Fine  Furniture 
and  Draperies 


^5s 
S8^ 


104   Clarendon    Street 
BOSTON 


Gregory  &  Brown  Co. 
Interior  Decorators 

Since  1844 


^5s 


171  NEWBURY  STREET 
BOSTON,  MASSACHUSETTS 

Telephone — KENmore  6445 
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It  is  our  earnest  desire  that  the 
specialized  knowledge  of  this  Com- 
pany in  modern  illumination  be  used 
to  the  fullest  extent  by  firms  and 
individuals  throughout  the  territory 
which  we  serve.  Our  facilities  enable 
us  to  plan,  lay  out,  and  specify,  with- 
out cost,  proper  illumination  for 
any  residence  or  building 


WRITE    OR  TELEPHONE 


CJ  llimmtahiig    C  iiguiceruig 

Hancock  3300 


nviswn 


k^Iic  C_  elisor i  C_  icclric  Cv lluvninahng  ^soiupcmv 


o     Z^sOosion 
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"TE  DEUM  WINDOW" 
ALL  SAINTS'  CHURCH,  PETERBOROUGH,  NEW   HAMPSHIRE 


Akin  to  the  noble  glass  of  the  Middle 
Ages,  but  without  archaeological  flavor. 
This  window  lives  in  its  relationship  to 
present  ideals.  The  medallions  carrying 
through  the  two  lancets  may  be  said  to 
represent  outstanding  verses  in  the  famous 
Hymn  of  Praise.  It  is  dedicated  in  thanks- 
giving for  the  safe  return  of  men  from  the 
Great  War. 


DesigneJ  and  Made  Hy 
CHARLES  J.  CONNICK,  Boston,  Massachusetts 
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Edward  F.  Caldwell  &  Co. 


INCORPORATED 


Makers  of 

Gas  and  Electric  Light  Fixtures 

Ornamental  Brass  and  Wrought  Iron  Work 


<^t^20,'s==^<^a■<^s*J, 


36-38-40  WEST  15th  STREET 


NEW  YORK 
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^Designed  and  (Executed 
Mj  the 

BIQELOW  KEKfKJiTlV 
FOTIQE 

at  387  Jlban\)  Street 


BIGELOWKENNARJM3© 

•)U WASHINGTON  STBOSTON 


Contract  Waterproofing 
Company  Inc. 

Engineers 

and 

Contractors 


185  DEVONSHIRE  STREET 
BOSTON,  MASS. 

GEO.  D.  CARPENTER,  District  Manager 


THE    EMMEL 
COMPANY 

ioi  Bristol  Street,        Boston,  Mass. 

ARCHITECTURAL     PLASTIC     RELIEF 
ORNAMENTATION     IN 

Papier-Mache,  Compo, 

Plaster j  Staff 

and  Cement 


ORNAMENTAL  PATTERNS 
WOOD-CARVING  and  MODELING 
for  casting  in  metal,  cement,  stucco,  etc. 

Tel.  Hancock  6064 

WILLIAM  EMMEL,  Gen.  Mgr. 
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BANKING  ROOM  INTERIOR 

Hartford  National  Bvnk   and  Trust  Company 
Hart  kikd,  Connec  rictrr 

Dennison  6?  Hirons,  An  Kit     r> 

Stone  6s  Webster,  Engineering  Corporation,  Construction  Engineers 

c Unique 

An  unusual  feature  of  this 
bank  is  the  use  of  the  con- 
cealed reflectors  in  the  top  of 
the  check  desks  fixtures  for 
the  general  illumination 
of  the  banking  room.  The 
architectural  beauty  of  the 
room  is  revealed  to  its  fullest 
extent  when  artificial  illu- 
mination is  used  by  means  of 
these  specially  designed, 
chromium  plated,  concealed 
reflectors.  The  lighting  for 
the  tellers'  counters  is  pro- 
vided by  continuous  chro- 
mium plated  reflectors 
mounted  under  the  upper 
shelf  of  the  counter. 


Lighting  Equipment 


Banks 

Theaters 


Schools        •        Churches 
Temples      •      Storks 
and  Auditoriums 


Hospitals 
Galleries 


ERIKSON 

ELECTRIC  COMPANY 

6  Power  House  St.,  Boston,  Mass. 

Agents  in  Principal  Cities 


ct5^S) 
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For  Pipe  that  effectually  resists  the  attacks  of 

corrosion— specify  Reading 


Notable  Reading  Installations 
In  The  New  England  District 

CHARITABLE  HOSPITAL,  Pitt 
INDUSTRIAL  BLIl DING,  B  = 
PHILLIPS  ACADEMY,  Andov;:.  ' 
SOMERVLLLE  HIGH  SCHOOL,  Somerv: 

ST.  PAUL  a  SCHOOL,  Cucnd,  N.  H. 
CITY  HOSPITAL  POWER  PLANT,  East  Boston. 

DEER  ISLAND  POU'ER  PLANT, Ei=:  &:.: 
NURSES  HOME,  Far-ington,  Conn. 
PUBLIC  MARKET,  Providence,  R.  I. 
POLICE  PRECINCT,  Hertford,  C 
RESIDENCE  AT  AMHERST  COLLEGE  for 
MR.  PEASE,  Pres.,  Amherst,  M^ss. 
TRINITi-CHURCH.Srr.-.     Id  Mass. 
UNI\"ERSITY  OF  NEW  HAMPSHIRE, 
Durham,  N.  H. 


Reading  Genuine  Puddled  Wrought  Iron 
Pipe  conforms  to  all  specifications,  includ- 
ing A.S.T.M.,  United  States  Government, 
American  Railway  Association,  American 
Petroleum  Institute,  etc. 


READING  PIPF 

I  ICENUINE    PUDDLED   WROUGHT   IRON   ■■ 


BOSTON  PHILADELPHIA 

SEATTLE  TULSA 

PITTSBURGH   CHICAGO 

BUFFALO    NEWYORK 

BALTIMORE 


CINCINNATI  DETROIT 
LOS  ANGELES  HOUSTON 
ST.  LOUIS  CLEVELAND 
FORT  WORTH  ATLANTA 
SAN  FRANCISCO 


Fuel  Oil 
Burning  Equipment 

for 

Residences,  Office  Buildings 
Power  Plants 

Pioneers  in  Fuel  Oil  Burning 


Petroleum  Heat  CT  Power 
Company 

834  Commonwealth  Avenue 

NEW  YORK  BOSTON  PROVIDENCE 


A.  P.  SCHUTZE 


W.  A.  SCHUTZE 


Relief  Ornament 

IN 

PLASTER,  CEMENT,  COMPOSITION, 
AND  IMITATION  STONE, 
SCAGLIOLA 

WOODCARVING 

iiimiliiiiiiiiiiiiinii muni >i 1 11 1  mi  1 1  ii  1 1 1  i  i :  i  ■■  hi  1 1 1  ii  1 1 1  m  1 1  i>i  1 1 1 

A.  P.  SCHUTZE  &  CO. 

43-51   BRISTOL  STREET 
BOSTON,  MASSACHUSETTS 
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Model 


s 


STONE,  BRONZE,  Etc., 
SCALE  MODELS,  WOOD  CARVING 


Telephone   Hancock  jjXj 
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Boston  Blue  Print 
Company 


INCORPORATED 


BLUE  PRINTS 

PHOTOSTAT  PRINTS 

DRAWING  MATERIALS 

BLACK  LINE  PRINTS 


184  BOYLSTON  ST.  177  STATE   ST. 

BOSTON 


BR  INCH    U 

42  WESTMINSTER  ST  ,  PROVIDENCE,  R    I 
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John  A.  Reardon,  jr. 

• 

ANTIQUES 
FURNITURE 

1a  i   M 

ilk'  ■  1 

|                DRAPERIES 

ii  JL      J5 

103   ST.  JAMES  AVE.                  KENmore  7795 

at  Copley  Square                                                                                  j 
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ROCKWALL 


&m 


»sum  Plaster 


/^\N  one  big  job  after  another  Rockwall 
^S  Gypsum  Plaster  is  demonstrating  its  su- 
perior working  qualities,  uniform  set,  and 
amazing  hardness.  One  hundred  million  tons 
of  Nova  Scotia's  whitest  and  purest  gypsum 
rock  now  available  in  Atlantic  Gypsum 
Products  Company  deposits  assure  a  plentiful 
supply  of  this  unsurpassed  gypsum  for  gen- 
erations to  come. 


1    i    %  -. 
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WAITING   ROOM  OF  THE  NEW  NORTH  STATION,  BOSTON,  MASS. 
AS  SEEN   FROM  THE  WESTERN   END 

Architects — Funk    ii  Wilcox 

ill  Contractor — Dwight  P.  Robinson 
Plastering  Contractor — J.  P.  Collins 

A  Rockwall  Gypsum  Plaster  and  Rockwall  Gypsum  Tile  installation 


Atlantic  Gypsum  Products  Company 

New  York  Boston  Philadelphia 


R  KRASSER  &  CO. 


Handforged  Ornamental 
Wrought  Iron  Work 


31  GEORGE  STREET 
ROXBURY,   MASSACHUSETTS 
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Scrcuc  J, 
Bron 


Fii-  170 
Jenknn  Standard 

-e  Gate  \'a  I  if 


Assuring  Clients 
of  long-term  valve-service 

In  order  to  make  plumbing  and  heating  contracts  substitu- 
tion proof,  it  is  worth  the  architects'  while  to  make  in- 
structions specific. 

By  making  mention  of  the  Jenkins  "Diamond"  mark,  an 
architect  can  assure  his  clients  of  long  time  valve  service- 
Jenkins  Valves  are  furnished  for  practically  every  plumb- 
ing, heating,  power  plant  and  fire  protection  requirement. 

JENKINS  BROS. 

5-4  Atlantic  Avenue,  Boston,  Mass. 
NEW  YORK  PHILADELPHIA  CHICAGO 


Fig.  775 

Jenkins  Bron-e 

Fire  Line 

Angle  Valve 


Fig.  85} 

Low  Bonner  Angle 

Rai'iaror  Valve, 

male  union 


J 


enkins 

VALVES 


nnce 


864 
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Frnik  Illumination  in  the 

Union  Market  National 

Bank, 
Watertoun,  Mai tacbusetts 


The  Frink  Corporati 


■ 


for  the  desigi 


renders  a  national  sen 
and  manufacture  or  high-grade  lighting  equipment  of  every  descrip- 
tion. Starting  in  the  oil  lamp  times,  through  the  age  of  gas  into 
the  present  era  of  electricity  it  has  been  a  pathfinder  toward  the  goal 
of  better  light-concealed  light-glareless  light.  For  light  in  stores, 
banks,  commercial  buildings  or  wherever  the  difficult  or  unusual  is 
required,  our  vast  experience  can  be  of  service  to  you. 

The  Frink  Corporation 


161  SUMMER  STREET 


BOSTON,  MASSACHUSETTS 
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DANERSK    FURNITURE 
NOW    IN    BOSTON 


Were  you  to  call  at  our  fac- 
tory, a  typical  schedule  of  work 
that  you  would  find  in  prog- 
ress vvould  be — special  designs 
made  under  the  directions  of 
the  architects  for: 

Two   of  the    finest   yachts   in 

the  world 
Two  of  the  best-known  clubs 

in  the  country — North  and 

South 

Fifty-four  rooms  of  the  out- 
standing hospital  of  the  year 


Three  of  the  most  important 

banks  in  the  country. 
We    design    furniture    under 
your  direction. 

We  do  not  solicit  opportuni- 
ties to  bid  on  furniture  de- 
signed by  others. 

We  are  glad  to  announce  that 
a  full  display  of  Danersk  fur- 
niture is  available  for  architects 
in  Boston  and  vicinity,  on  the 
floors  of  The  C.  B.  Swift  Com- 
pany, 13  2  Newbury  St., Boston. 


^       DANERSK 


ERSKINE-DANFORTH    CORPORATION,    WHOLESALE   AND    RETAIL 
An  interior  of  the  Industrial  Trust  Company,  Providence,  R.  I. — 
furnished  by  E>  skme-Danfo,  th  Corporation  under  direction  of  the       383    MADISON  AVE.,  NEW  YORK         CHICAGO  SALESROOMS:    02O  NORTH  MICHIGAN  AVE. 

architects,   Walker  and  Gihetie,  New    York 


DISTRIBUTOR;  THE  C.    B.   SWIFT  COMPANY,    I  32  NEWBURY  ST.,  BOSTON        FACTORIES  IN  NEW  ENGLAND 


BROWNE 
WINDOWS 

stalled  m 


METROPOLITAN  STATE  HOSPITAL,  WALTHAM,  MASS., 
MASSACHUSETTS  MUTUAL  LIFE  INSURANCE  BLDG., 
SPRINGFIELD,  MASS.;  WATERMAN  BLDG.,  SALADA  TEA 
CO.  BLDG.,  and  BETH  ISRAEL  HOSPITAL  and  NURSES 
HOME,  BOSTON;  LYING-IN-HOSPITAL,  PROVIDENCE, 
R.  I.,  WESLEYAN  UNIVERSITY  CHEMICAL  LABORATORY 
AND  BIOLOGICAL  BLDG.,  and  CONNECTICUT  STATE  HOS- 
PITAL. MIDDLETOWN,  CONN.;  CURRIER  ART  GALLERY, 
MANCHESTER,  N.  H.,  and  HARVARD  CHEMICAL  LABORA- 
TORY, CAMBRIDGE,  MASS. 

Demonstrate  Superior  Qualities: — Perfect  Ventilation;  Maximum 
Light  and  Vision;  Absolute  Weather  Protection;  Noiseproof  when 
closed;  Safety  and  Economy  in  cleaning  exterior  of  glass  from  inside; 
Easy  Operation;  Continuous  and  Lasting  Service:  No  Depreciation; 
No  Rattle  open  or  closed;  Saving  on  Fuel,  Heating  Plant  and 
Maintenance. 

MADE  IN  ROLLED  STEEL,  BRONZE  AND  ALUMINUM    AL- 
LOY.    TYPES  TO  SUIT  EVERY    NEED    INCLUDING    A    SPE- 
CIAL TYPE  FOR  PSYCHIATRIC  INSTITUTIONS  REQUIRING 
NO  RESTRAINT  BARS. 

Samples   Displayed   with   Architects   Exhibit   Corp.,  Boston:  and 

Architects   Samples    Corp.,    New    York.     Illustrated    in    Swect'i 

Catalogue  and  in  the  Modern  Hosoita!  Year  Book. 


Richey,  Browne  &  Donald,  Inc. 

2101  Flushing  Ave.,  Maspeth,  New  York  City. 

J.  Lincoln  Collins 

120  High  St.  Boston.  -  Distributor 
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CROWN  SHADE  &  SCREEN  CO. 


Established  1905 


Largest  Special  Order  House  in  New  England 
Window  Shades  and  Screens— Doors  and  Porch  Screens 
MADE  TO  ORDER 

You  are  cordial Iv  invited  to  inspect  our  factory  which  is  the  Largest  and  best  equipt  plant  of  its  kind  in  New  England 

Factory  at  Roslindale 


is-i 


Henderson  &  Nolan,  Inc. 

Ecclesiastical    Woodwork    and    Furniture 

Carving  &  Modeling  ....  Scale  Model  Work 
Patterns  for  Ornamental  Bronze  &  Iron  Work 

7   HARCOURT  STREET  °$  BOSTON,  MASS. 
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This  Slare  comes  from  quarries 
in  France  whose  strata  have 
been  worked  since  the  fifteenth 
century.  It  shows  an  unusual 
texture  and  range  of  opalescent 
colors  not  found  in  American 
production. 

Exclusive  Importers 

White,  Reilly   &   Eaton 

11  BEACON  STREET 
BOSTON 
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Memorial  Window 
Trinity  Church,      Boston,  Mass. 


Designed  and  Executed  by 

Margaret    Redmond 

45    Newbury     St.,     Boston 


HOSPITAL 

COLLEGE 

CATHEDRAL 

are  efficient  only  when  they  have  correctly 
designed  HEATING,  VENTILATING,  and 
PLUMBING  systems  installed  by  competent 
engineers. 

Among  new  projects  for  which  we  are  acting  as 
designing  engineers  are: 

New   York   Hospital   and  Cornell   Medical  College 

New  York  City 

Coolidge,  Shepley,  Bulfinch  &  Abbott,  Architects 

Bennington  College 

Bennington,  Vermont 

J.  W.  Ames  and  E.  S.  Dodge,  Architects 

Cathedral  Church   of  St.  John  the  Divine 

New  York  City 

Cram  and  Ferguson,  Architects 

We  are  glad  to  confer  with  architects 
concerning  engineering  services  for  HEATING, 
VENTILATING,  PLUMBING,  and  POWER 
systems  for  ANY  type  of  building. 

Buerkel  and  Company 

Incorporated 

Contracting  Engineers 

18-24  Union  Park  Street 
Boston,  Mass. 
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The  Sign  of  Quality 


Modulation 

Vapor  and  Vacuum 

Heating  Systems 

of  Proven 
QUALITY 


Backed  by  30  Years' 
Experience  in  the 
Manufacture  of 
Heating  Appliances. 


/fames  cjones 


128  Brookside  Avenue 
Jamaica  Plain,  Boston 


101  Park  Avenue 
New  York  Citv 
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Trade-Mark 


SAMSON  SPOT 
SASH  CORD 


Trade-Mark  Reg.  U.  S.  Pat.  Off. 

ADB  of  extra  quality 
stock,    carefully    in- 
spected, and  guaranteed  free 
from  imperfections  of  braid 
or  finish.    No  adulteration 
to  increase  weight  and 
decrease  wear. 

SEND  FOR  CATALOG  AND  SAMPLES 


Samson  Cordage  Works 

BOSTON,  MASS.,  U.  S.  A. 
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Co-operative  Apartment  Building  now  under  construction  for 
the  274  Beacon  Street  Trust.  Sixteen  distinctive  Maisonettes. 
George  C.  Whiting,  Architect.  Harrison  O.  Apthorp  Co.,  Man- 
aging Agents. 


BARROWS  and  COMPANY,  Inc. 

Building  Construction 
Forty  Central  Street,  Boston,  Massachusetts 


1 
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The  new  New  England  headquarters  of  the  Great  Atlantic  and 
Pacific  Tea  Company.  Pacific  Warehouse  Trust,  Lessor.  170,000 
sq.  ft.  floor  space.  Work  started  December,  1927.  Occupied 
May  1928.  V.  J.  Galleni,  Engineer.  Fay,  SpofTord  and  Thorn- 
dike,  Consultants. 
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O.  L.  Lorentzen 
Company 

Painting  ami  Decorating 

Antiquing  and  Special  Finishes 


Try  our  Cloth  treatment  on 
uneven  and  cracked  ceilings 
and  walls — surfaces  are  made 
even  and  protected  with  cloth. 

12.5  West  Brook  line  Street,  Boston 

TELEPHONE   -   -   BACK  BAY  1715 


FOR  HEALTH 

VITAGLASS 

Transmits  the  Vital 
Ultra  Violet  Rays 


INVALUABLE  FOR 

HOSPITALS         SANATORIA 
SCHOOLS  SUN  PORCHES 

NURSERIES,  ETC. 

FOR  SALE  BY 

BostonPfate&WindowGrassGo. 

261  to  287  A  STREET    •     •    BOSTON,  MASS. 
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FOUNDATION  &  CONSTRUCTION  CO. 
Piles     Foundations     Caissons 

All  Kinds  of  Foundation  Work 

Telephone  KENmore  6868-6869 

108  MASSACHUSETTS  AVENUE  BOSTON,  MASS. 

PHILADELPHIA  OFFICE,   1320  RACE  STREET 
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Orders  executed 

for  ''Interior  Woodwork" 
in  the  HOME 

Estimates  submitted  on  the 
following  and  similar  types 
of  woodwork  in  domestic 
and  foreign  woods: 

1.  Panelled  Rooms 

2.  Bookcases 

3.  Tables 


Ijilippine 
iEaboganp 


r^Ask   for  our  Sojt-textuRed  Lauan 


'So  other  wood  like  it 


Specializing  in 

Architectural  Woodwork 


for  quality 
BEAUTY 
economy" 


Russell  &  Co. 


Boston 


Manila 
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COW  BAY  CEMENT  WATERPROOFING 

The  Best  for  Twenty  Five  Years 
Produced  To  Meet  The  Highest  Quality  Not  The  Lowest  Price 

THE  WATERPROOFING  CO. 

ENGINEERS  and  CONTRACTORS  for  WATERPROOFING 
65  ALBANY  STREET,  BOSTON  :  :  :  :  Tel.  HANcock  1549 


EERVENT 


pEERy 


HEATING  and 
VENTILATING  UNITS 


"C"OR  schools  and  other  buildings  requiring 
mechanical  ventilation.  The  New 
PeerVent  Units  are  greatly  improved, 
with  silent  a.  c.  motors  which  eliminate  the 
need  for  a  motor-generator  outfit;  improved 
fan  housings  which  permit  operation  at 
slower  speeds,  reducing  noise  and  saving 
power;  improved  damper  arrangements;  and 
new  radiators  without  soldered,  welded, 
brazed  or  gasketed  joints. 

New  catalogue  on  request 


Peerless  Unit  Ventilation  Co.,  Inc. 

Bridgeport,  Conn. 


Boston  Office:  80  Bovlston  Street 


GUIDARA   &   TERENZIO,   INC. 

Tlastering    Contractors 


8o  BOYLSTON  STREET 


BOSTON,  MASS. 


Room  916,  Little  Building 


The  Plain  and  Ornamental  Plastering  on  the  First  National  Bank  at  Northampton, 
shown  elsewhere  in  this  book  is  a  sample  of  our  work 
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ALFRED  ABBOUD 
&  COMPANY 


INCORPORATED 


Consulting  Engineers 

Plans  and  Specifications    Investigations  and  Reports 
Supervision 

Heating,  Ventilating 
Plumbing,  Electric 

in  Residences,  Churches,   Office  Build- 
ings,   Apartment    Blocks,    Hotels, 
Schoolhouses,  Public  Buildings, 
and  Industrial  Plants 

45     BROMFIELD     STREET 
BOSTON,  MASS 
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For  EVERY   PHASE   OF  RADIATOR   CONCEALMENT 

Ferrocraft  Cast  Grilles     -     Radiator  Cabinets  and  Shields 

|M|  For  over  83  years  this  firm  has  been  actively  engaged  in  

the  Heating  and  Ventilating  field.  Today  its  service  to 
Architects  embraces  specialties  for  every  phase  of  radi- 
ator concealment.  Specifically,  these  are  FERROCRAFT 
Cast  Grilles  for  recessed  radiators — All-metal  Radiator 
Cabinets  and  Shields  for  exposed  radiators. 
INQUIRIES  ARE  INVITED 


m 


Raleigh  Model 
Radiator  Cabinet 
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Tuttle  &  Bailey  Mfg 

Established  1846 
441   Lexington  Ave.,  New  York  Ci 


An  all-metal  Radiator  Shield,  showing   lid 

partly  raised.      Note  the  humidifying  pan, 

which  vaporizes  the  heated  air  and  collects 

dust  and  germs. 
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LEWIS   HUMIDIFIER 
&  AIR    CONDITIONER 

Cabinet  &  Wall-Recessed  Types 

the  only  humidifer  combining 

THE  THREE  ESSENTIAL  ELEMENTS 

HEAT— WATER— AIR 

ALL  UNDER  FULL  AUTOMATIC  CONTROL 
SILENT  OPERATION 

One  unit  will  condition  and  humidify  27,000  cu.  ft.  air 
space  and  replace  one  ordinary  radiator 

Modine  Unit  Heaters 

and 

Modine    Copper  Kadiation 

IN 

Cabinet  &  Wall  Types 
One  eight  the  bulk  of  cast  iron 

WIDGER  &  MILLER  CO. 

141  MILK  ST.,     BOSTON 
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F.  M.  Rogers 

and  Company 

Members  of  Master  Builders'  Assn. 

Painting    Contractors 

Office  Buildings,    Churches, 

Schools,  Residences 


2.9-31  Province  Street 
BOSTON 

Phone  LIBertv   1475 
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Boston  Lightning  Rod  Co. 

'Protection  from  Lightning 

On  Country  Homes,  Suburban  Residences,  etc. 

INCONSPICUOUS— PERMANENT 
Dependable  Copper  Conductors   installed   in   conjunction   with  existing 
copper  ridges,  flashings,  eave  troughs,  and  down  spouts.    Concealed  equip- 
ment installed  on  new  buildings  before  the  slates  or  tiles  are  placed. 

REFEREHCES: 

Harkness  Memorial Yale 

New  Library Dartmouth 

New  Chapel Princeton 

Chapel  and  other  Buildings    .       ,        .  University  of  Vermont 
Fordham  College New  York  City 

755  BOYLSTON  STREET 

Ken. 4034 
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J.  B.  Hunter  Company 

BUILDERS'  HARDWARE 

Period  Designs  in  Ornamental 
Bronze  and  Wrought  Iron 

(Specifications  and  Estimates  Gladly    Prepared) 

Distributors  of  YALE  LOCKS  and 
HARDWARE 

60  Summer  Street 
BOSTON,  MASS. 


Richard  D.  Kimball  Co. 


HEATING,  VENTILATING 

and 
ELECTRICAL  ENGINEERS 

Consulting  and  Designing 
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Eagle 

Sign  Company 

Des. 

igners  —  Engineers 

Builders  Of 

Marquise    and  Electric   Displays 

Theatrical   Stage    Lighting 

Hood    Kef  lectors 

5  75 

ALBANY   STREET 

BOSTON,    MASS. 

GALASSI  t°$ll  COMPANY 


Wall  and  Floor  Tiles,  Ceramic  Mosaic, 
Terrazzo,  Slate  5?  Marble  Work. 

OFFICE  &  SHOW  ROOM 

BENNET   AND   ASH   STREETS 
BOSTON 
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How    architects  may  use  a  simple  problem  to  their  advan- 
tage and  profit. 

The  Problem 

Why  does  this  funnel  overflow? 

The  Answer- 

There  is  more  water  flowing  in  at  the  top  than  can  possibly  flow  out 
through  the  narrow  neck  of  the  funnel  at  the  bottom. 

There  is  only  one  way  that  architects  can  overcome  the  competition  of  the  over-rated  boiler. 
That  way  is  to  make  boiler  prospects  appreciate  the  difference  in  efficiency  and  cost  of  opera- 
tion between  a  Fairly  Rated  Boiler  having  sufficient  Fire  Surface  and  an  over-rated  boiler 
which  hasn't  enough  Fire  Surface.  This  is  a  difficult  thing  to  do  but  we  have  found  a  way 
to  do  it  verv  effectively  in  our  magazine  and  newspaper  advertising.  Architects  can  use 
the  same  method  to  their  advantage  and  profit.  The  way  we  are  doing  it  in  our  national 
advertising  is  by  means  of  the  simple  illustration  given  above. 

Turning  on  more  water  will  get  practically  no  more  into  the  bottle.  Because  only  so  much 
and  no  more  water  can  pass  through  the  neck  of  the  funnel. 

So  with  a  boiler.  The  Fire  Surface  corresponds  to  the  neck  of  the  funnel.  The  heat  given 
off  by  the  fuel  burned  corresponds  to  the  water.  When  there  is  insufficient  Fire  Surface  heat 
"overflows''  and  is  wasted  up  the  chimney.  Generating  more  heat  by  forcing  the  fire  only 
means  greater  waste  up  the  chimney.  Because  the  Fire  Surface,  like  the  neck  of  the  funnel, 
can  absorb  only  so  much  heat  and  pass  it  into  the  home. 

By  means  of  this  simple  illustration  it  is  very  easy  for  the  layman  to  visualize  the  fuel  he  will  waste  if  he  has  an  inefficient  boiler. 

It  is  easy  for  him  to  see  why,  when  an  extra  cold  snap  occurs,   forcing  an  over-rated  boiler  will  waste  more  fuel  but  give  him 

very  little,  if  any  more,  heat. 

^^HBSMITH      The  H.  B.  Smith  Company 

Home  Office  and  Works,  WESTFIELD,   MASS. 
BOSTON  NEW  YORK  PHILADELPHIA  CLEVELAND 


BOILERS*^  RADIATORS 
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LUPTON    WINDOWS 

1  he  leading  architects  of 
the  nation  recognize  in  Lup- 
ton  Steel  Windows  an  out- 
standing quality  and  beauty 
hevond  range  of  substantial 
competition.  These  famous 
windows  have  been  installed 
in  the  finest  buildings,  in  the 
leading  industrial  buildings, 
in  residences — wherever 
Lupton  quality  was  desired. 

The  next  time  you  start 
working  out  window  plans, 
turn  to  page  A-1192  of  your 
1929  edition  of  Sweets  and 
review  the  Lupton  line.  You 
can  depend  on  Lupton  Win- 
dows to  give  both  you  and 
vour  client  complete  satis- 
faction. 


Norwood  Memorial  Municipal  Building 

norwood,  mass. 
Wm.  G.  Upham,  Architect 
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Jo 

hn  Bowen  Compan 
Inc. 

General   Contractors 

184  Dudley  Street 
Boston,  Mass. 

y 
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Scientifically  Constructed 


The  Goodrich  Air  Contai 


the  last  word 


uner 
in  Inner  Tubes  to  eliminate  tire  trouble  as  it 
is  self  sealing  when  punctured  without  the 
loss  of  air  when  object  is  withdrawn.  It  has 
been  tested  and  found  to  add  at  least  2jf0 
additional  service  to  tire  wearj  and  can  be 
transferred  safely  to  replacement  tires  thus 
saving  cost  of  new  inner  tubes 

GET  THE  FACTS  FROM 

James   M.   Linnehan    Company 

178  Federal  Street,  Boston 
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SHERRY -NETHERLANDS     APARTMENT     HOTEL 
5TH   AVENUE   AND    PLAZA,    NEW   YORK    CITY 

All  apartment  partitions  sound-deadened  with 
Cabot's  Quilt  in  Double  Gypsum  Block  partitions. 

architect,  Schidtze  &  Weaver 
BUILDER,  Schroder  &  Koppell 


Forty  Stories 
or  Two 


House  at  Pasadena,  California,  which  received 

first  prize  in  the  House  Beautiful  National 

Competition.    H.  Roy  Kelley,  Architect. 

Roof  stained  with 

CABOT'S   CREOSOTE   SHINGLE   STAINS 


Big  or  small,  there  are 
Cabot  Building  Specialties 
for  greater  beauty,  more 
comfort,  increased  savings 
in  every  building. 

Cabot's   Building   Specialties 

CABOT'S    CREOSOTE    SHINGLE    STAINS 

"The  Stuns  with  a  National  Reputation."  In  successful  use 
since  1882.  Colloidal  penetrating  pigments  suspended  in  Creosote 
Oils  which  usually  double  the  life  of  shingles  or  other  exterior 
wordwork. 

CABOT'S    INTERIOR    STAINS 

Colloidal  Pigments  made  by  the  Cabot  Collopaking  process  with 
a  lighter  oil  base,  for  interior  work  only.  All  of  the  beauty  and 
lasting    quality     of    Cabot's    Cremate    Stains. 

CABOT'S    SEMI-FLAT     WATERPROOF    COLLOPAKES 

Semi-flat  colors,  for  use  on  exterior  wood,  stucco,  brick  and  stone. 
Waterproof  and  lasting.  Preserve  the  texture  of  the  material 
covered. 

CABOT'S     INTERIOR     FLAT     WATERPROOF     COLLOPAKES 

New  and  beautiful  washable  flat  colors  for  interior  decoration 
of  plaster  and  woodwork.  Unexcelled  flatness  and  covering 
power.        Show    no     brush     marks. 

CABOT'S    OLD    VIRGINIA    WHITE 

A  semi-flat  Collopake  VX'hite  universally  accepted  as  standard  for 
exterior    finish. 

CABOT'S  GLOSS  COLLOPAKES 

Heavy  Gloss  colors,  with  twice  as  much  covering  power  as 
ordinary  paint  and  which  retain  their  gloss  outdoors.  Made  in 
all  colors,  but  particularly  famous  in  permanent  greens,  for 
doors,    shutters,    and    trim. 

CABOT'S    DOUBLE    WHITE 

A  heavy,  semi-flat  white  of  tremendous  covering  power,  whiter 
than    white   lead    and    more   durable.      Known   and    used    the   country 

CABOT'S    CONSERVO    WOOD    PRESERVATIVE 

A     liquid     wood     preservative     against     vermin     and     rot,     for     brush 

application.        One     color     only,     a     soft.     light     brown. 
CABOT'S     CLEAR     WATERPROOFINGS     FOR     BRICK     AND 
CEMENT 

Transparent     liquid    VTaterproofings,    for    shutting    out    moisture. 
CABOT'S    DAMP-PROOFING 

An     Adhesive     Damp-course     for     Direct     Plastering     on     Brick     and 

Concrete. 
CABOT'S     CREOSOTE     STAINED     SHINGLES 

The     Highest     Grade     Shingles     stained     with     the     Highest     Grade 

Stains. 
CABOT'S     INSULATING    QUILT 

In    successful     use    for    over    30    years.       Light,    everlasting,    rot    and 

vermin-proof.      For   making    homes   and   all    buildings   heat    and    cold 

proof.       For     insulation     against     noise. 

Cabot's 

Building 
Specialties 

Incorporated 

Manufacturing  Chemists 
NEW  YORK  BOSTON  CHICAGO 


HIXON  ELECTRIC  COMPANY 

Engineers  and  Contractors 


BOSTON 


NEW  YORK 


ELECTRICAL  ENGINEERING 

The   personnel    of  our  Engineering  Department,  combining  technical  training 
and    years    of   practical    construction    experience,  assures  our  clients  of  efficient 

solutions  of  their  electrical  problems. 

Practical  Reports-   Working  Drawings  and  Specifications 

Made  with  the  ultimate  installation  and  economic  service  constantly  in  view. 

ELECTRICAL  CONSTRUCTION 

Our  organization  embraces  trained  men  experienced  in  administration  and  execution  of  all 

branches  of  electrical  construction. 

High-Grade  Materials-  Expert  Workmanship 

Administered  for  the   best  interests  of  our  clients  and  our  reputation  for  quality  and 

service. 
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Coolidge,  Shepley,  Bulfinch  ii  Abbott,  Architects  Hixon  Electric  Co.,  Engineers  and  Contractors 

CHEMICAL  LABORATORY,  HARVARD  UNIVERSITY, 

CAMBRIDGE.  MASS. 
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9 HERE  is  real  pleasure 
in  having  purchased 
a  superior  product 


TYLER  ELEVATOR  CAR 


*/>  ^ 
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ELEVATOR 
CABS 


T  1  L  E  R 

THE  TYLER  COMPANY,  Cleveland,  Ohio 


ELEVATOR 
ENTRANCES 


30  Providence  Street 

Boston 

Hancock  0401 


247  Park  Avenue 

New  York 

Ashland  3760 


535  Griswold  Street 

Detroit 

Randolph  51 13 


/ 33  Luckie  Street 

Atlanta 

Walnut  3259 


310  South  Michigan 

Chicago 

Harrison  8860 


260  South  Broad  Street 

Philadelphia 

Pennvbacker  9127 
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Most    clients    expect 

Frigid aire 


So    it   should   be    included   inyour  plans  for 
homes    and    apartments 


Architects  consider  automatic  refrigeration 
as  a  modern  household  necessity.  And 
when  they  specifv  refrigeration  of  any 
kind,  it's  usually  Frigidaire  .  .  .  not  alone 
because  it  is  dependable,  care-free  and 
economical,  but  also  because  the  majority 
of  clients  expect  to  have  Frigidaire. 

So  you  should  include  Frigidaire  in  vour 
plans  for  homes  and  apartments,  large 
and  small.  Frigidaire  simplifies  planning 
and  cuts  building  costs  by  doing  away 
with  all  provisions  for  outside  ice  supplv. 
It  offers  a  wide  range  of  models  with  ex- 
treme flexibility  of  design.  It  meets  anv 
requirement  as  to  size,  available  space  and 
type  of  installation  desired. 


You  can  install  Frigidaire  as  a  built-in 
feature.  The  mechanism  is  in  the  bottom 
of  the  cabinet  ...  or  it  can  be  put  in  the 
basement.  It's  out  of  the  way  in  either 
case.  And  the  apartment  multiple  in- 
stallation, as  well  as  the  single  unit,  is 
entirely  practical.  Special  Frigidaire  cabi- 
nets are  designed  for  both  methods. 

We'd  like  to  tell  you  more  about  the 
latest  Frigidaire  equipment.  We'd  like  to 
give  you  prices,  estimates  and  technical 
data    specially    prepared    for    architects. 

This  information  is  furnished  without 
cost  or  obligation.  Write  or  telephone  for 
it  at  vour  earliest  convenience. 


FRIGIDAIRE  HEADQUARTERS 
743  Boylston  Street 
Bostox,   Mass. 
Kenmore  7900 
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A  PLEDGE 

AND  AN 

ACHIEVEMENT 

Upon  the  architects,  the  builders  and  the  homeowners  of 
America  depends  the  fate  of  the  nation.  For  the  life  of  a 
nation  depends  upon  its  standards  of  health  and  living  comfort; 
and  it  is  the  privilege  and  duty  of  the  builders  of  homes  to 
make  and  keep  these  standards  high. 

At  the  birth  of  192.8  the  American  Radiator  Company 
pledged  itself  to  a  great  educational  campaign— a  campaign  to 
enlighten  homeowners  on  the  vital  relation  between  proper  heat- 
ing and  health;  and  to  bring  its  products—the  world's  finest  heat- 
ing equipment — within  reach  of  every  family. 

That  goal  has  been  attained.  Today,  with  the  introduction 
of  the  new  Arcoflash  Heating  Unit,  the  humblest  cottage  can 
enjoy  the  most  efficient,  healthful  and  economical  warmth  known 
to  Science.  Research  has  proved  radiator  heat  to  be  all  of  these 
things;  while  mass  production  and  scientific  methods  have  made 
steam  and  hot-water  warmth  possible  for  every  home  throughout 
the  land. 


Hotcoil  and 

Kol flash  Water 

Heaters 


Oi, 


Redflash  Boilers 
Arcoflash  Heating 
II  Units 


AMERICAN  RADIATOR  COMPANY 


BOSTON,      MASS. 


LIBRARY 
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Frigidaire 

The  Last  Word  in 

Electric  Refrigeration 


SEE    PAGE   OPPOSITE 
INSIDE    BACK    COVER 
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